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Save 25% on Rtx-BAC Plus Columns & Standards 
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Get Fast, Definitive Data for Blood Alcohol Testing 

Save 25% today on new products for blood alcohol testing from Restek. 
We've developed new Rtx®-BAC Plus columns that baseline separate all 
critical compounds in less than 2 minutes. Check standards with the 
internal standards you need are also now available! 

New! Rtx®-BAC Plus 1 and Rtx®-BAC Plus 2 Columns 

• Optimized column selectivity guarantee resolution of ethanol, 
internal standards, and frequently encountered interferences. 

New! Resolution Control Standards 

• Now contain tert-butanol or 1-propanol internal standard. 


Click here and save 25% today! 
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